SOIOPTIOON   MANUAL.

THE JET.

It is smaller, is raised and lowered by the thumb-screw
D, (see diagram), and is adjusted horizontally and held in
place by thumb-screws at the side of the lantern base, not
here shown ; the thumb-screw 0 turns the lime steadily,
and raises or lowers it a quarter of an inch at each revolu-
tion, so the incandescence is on *a fresh surface at every
movement through the longest exhibition ; the thumb-screw
13 varies the nearness of the lime to the jet, and all are close
at hand to be managed without elevating the lantern on
posts to reach under, or opening side-doors on spectators.

FIG. 48.

This Jet, in size and shape, is suited to the Lime-Light
Sciopticon, but its base can bo made thicker if necessary, or
rained by foot-screws to suit any other lantern with an
open chamber. It cannot so well bo used in the Oil-Light
Sciopticon because the flarne chamber in it is a permanent
fixture, to insure its working to the best advantage. The
oil-lamp and flamo chamber, however, is fitted to the gas-
lantern chamber, and any lamp, with its oil-cup fitted, can
bo used in it, just as in any lantern, This property of
adaptability is common to all open-chambered lanterns.

To have the Oil Sciopticon and the Gas Sciopticon each
at itB best, each chamber and base is fitted with its appro-
priate light, while the lenses, draw-front, etc., can be used
on either. The outfit thus consists of two lantern bodies
with one set of lenses,orm.
